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From tanks, cisterns, wells and rivers    All None    At Bam theie are road-side drama
Karmala the drinking water is conveyed    ana drams in the middle of the load to

carry away stagnant water outside the
town. At Sholapur the chin aware earth-
en glazed pipes convey tho waste water oi
houses and water stand-posts to the out-
skirts of the town. To remove the sullagc
water fioni the cesspools of houses

by iron pipes to the cisterns in the town '
The Dheds in the east of the town aie

obliged to buy their water during the hot
weather when the water in the stream near
then* houses has dried up At ShoMpur
up to 30th Septenibei 1893 the Ekrak
tank water was obtained through an open
channel leading- to a bottling1 tank, but since
that date iioii pipes have been laid down
from the high-level canal to the settling
tank, thus pi even ting pollution At S An-
gola, there are two public drinking water
wells with steps leading down to the
water, theseshould.be provided with gates
to prevent people from polluting it
Iron wheels with chains and iron buckets
should be provided to draw up water,

Fiom rivers, wells, streams and tanks, At None
Panehgam there are only 2 public wells
which are quite insufficient for the require-
ment of the station. One of the wells is
liable to soakage There are numbers ol'
private wells containing good water. At
Karad drinking water is obtained from the
nverb Koina and Kushna, also from
Kushna Canal pipes, and stored in ma-
sonry tanks The river Kera, supplies the
town of Patan with drinking water. At,
Ishimpur the supply is drawn from tanks
which are reported to bo bad.

From wells, tanks, rivers and* streams. At
Athni the water is drawn from wells and
tank, being unprotected the water must
be impure. The laige number of cases of
intestinal worms and diseases of the
bowels treated at the dispensary would
also show this. At Khanapur the supply
is derived from the river and wells None
is protected m any way. Intestinal
diseases are prevalent, and are due no
doubt to contaminated water

cylindrical caits aic employed A gocx
many of the cesspools are badly conduct-
ed and others aie out of icpair, and thus
permit tho sub-soil to be saturated. Coolies
aie employed to remove silt fioni tin
under-ground drains periodically A
Aklujj holes are dug out near the walls o
houses for refuse water, where it is allowed
to remain and soak in the giound, anf
when too offensive is thrown out on th<
street.

Practically none
storm watei.

Only

diatiu fu

At, "Bch'M U-shaped diams aie being con-
structed At Jvitrmala niloie latimes have
been provided Nothng luib been done
towaida piovidmg iatimes

l^lone At Panchgam f,tepa are being taken
to inci(5ase and impiovo the water-supply,
but the funds available aie so limited as
not to admit of much heiuu do tie